TABLE III-2

CONSERVATION ENVIRONMENTAL CONTROL ACTIVITIES RELATED FUNDING

Division or Sub-Program

FY 1977 Funding Allocation
Related to Environmental
Control Activities

($ in thousands)

Portion of Total FY 1977

Budget Related to
Environmental Control
Activities

(Percent)*

Oo

Buildings & Community Systems

Conservation Research &
Technology

Electric Energy Systems
Energy Storage Systems
Industrial Energy Conservation

Transportation Energy
Conservation

520

813

2,817

909
413
512

1.  9

6,4

13,6

3. 3

3. 3

2.  1

Total

5,984

TOTAL AC FY 1977 Budget:   $124, 950,000

# To nearest tenth of a percenttion IVothermal, and advanced energy systems,
